1455 ouest, boul. de Maisonneuve 
Montréal, Québec H3G 1M8 
Telephone (514) 848-4880 


~ NIVERSITE CONCORDIA 
CONCORDIA UNIVERSITY 


ENGINEERING OPEN HOUSE 


MONTREAL / March 3, 1986 -- Concordia University's Faculty of Engineering 
and Computer Science is holding its annual Open House on TUESDAY, MARCH 25 and 
WEDNESDAY, MARCH 26, 1986. Activities will include: computer demonstrations, 
robotics displays and guided tours of the faculty's installations. Academic counsellors 
will be also on hand to answer questions and provide general background information 


about admission and registration procedures. 


The event should prove a learning experience for students of all ages. 


Dates: TUESDAY, MARCH 25 
Time: 1:00 to 4 p.m. 


* Building Engineering Program 
* Civil Engineering Program 

* Computer Engineering Program 
* Electrical Engineering Program 


WEDNESDAY, MARCH 26 
1:00 to 4 p.m. 
* Computer Science Program 


* Mechanical Engineering Program 


Location: Main Entrance - Lobby 
Henry F. Hall Building 
1455 de Maisonneuve Blvd. W. 


For further information, contact Concordia University's Faculty of Engineering and 
Computer Science at (514) 848-3055. 


| ON F O R M A T l O N 


